]  B  ^^  Fact  Sheet  on  the  Design  cf  the  Castle  Square  Site 


Castle  Square  has  been  divided  into  two  superblocks  divided  b;y  Shawmut 
Avenue.  West  of  Sha-wmut  Avenue  will  be  a  large  residential  development  of 
approximately  500  middle-income  housing  units  and  approximately  100  units  of 
housing  for  the  elderly,  together  with  related  commercial  facilities  and  a 
small  parking  garage.  The  commercial  facilities  run  the  length  of  Tremont  Street 
and  form  a  one-story  base  upon  which  8"  high-rise,  6-story  apartment  buildings  will 
be  constructed,  2  of  which  contain  the  elderly  units.   At  approximately  the 
center  point  between  Herald  and  Dover  Streets,  the  commercial  facilities  turn 
into  the  interior  of  the  block  framing  a  public  passageway  which  passes  under 
the  elderly  towers  and  connects  with  the  public  park  areas  which  are  being 
provided  for  the  use  of  the  inhabitants,  and  also  with  the  low-rise  221  (d)  (3) 
units  which  cover  most  of  the  interior  of  the  site,  fronting  on  Shawmut  Avenue 
and  Dover  Street.  Ultimately  the  path  crosses  the  block,  leading  to  the  Holy 
Trinity  Church  on  the  other  side  of  Shawmut  Avenue.   Completing  the  development 
of  this  area  will  be  several  small  parking  areas,  and  a  2-story  parking  garage  on 
the  Herald  Street  Frontage. 

East  of  Shawmut  Avenue,  the  block  will  be  largely  devoted  to  light 
industrial  or  commercial  uses.  Two  small  parcels  on  either  side  of  the  Holy 
Trinity  Church  on  Shawmut  Avenue  have  been  designated  for  church  expansion,  with 
the  expectation  that  a  parish  house  and  community  center  will  be  constructed. 
Excluded  from  acquisition  and  expected  to  remain  is  the  large  Oilman  Brothers 
building  at  the  corner  of  Herald  Street  and  Shawmut  Avenue. 
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SUMIARY  FIHANCIWG 
(  Estimate) 


Gross  Project  Costs  $  -"2,023,000 

Less  Disoosition  Proceccis  1,G8G.000 


40,135,000 


Federal  Croital  Grant  $  2^.,  106,000 


LOcal  Share  $  17,917,000 


Public  Facilities   $  8,000,000 
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